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EXHIBIT NO. 19 TO CONTRACT NO. Customer IT List No 605 


FROM Baird-Atomic, Inc CONTRASTOR WARRANTS PRICES CONFORM TC THE 
ena oe PRICE FORMULA IN EFFECT OW THE CATE QF THs EXHI 


a — = ae ae PRICES ARS FAIR AND REASONABLE. THIS EXHIB!T 


HEREBY APPROVED iN THE AMOUNT CF § 362, 80 


FOIAb3b1 


{CONTRACTING OFFICER; 


BA-AR44-439 
BA-AR44-11 
BA-BR44-2 


Thermostat 
Counter Assy 
Relative Bearing Dial 


$248.90 


$362.80 


PRESERVATION, PACKING : Commercial Air DELIVERY COMPLETED 8Y: 23 February 1960 
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corovcn: Production List Hr. 60-10 to Contract mr. 
CUSTOMER NO & 
FOIAb3b1 
"teem Part 
if BArARL Yo. 39 Thermostat FA 10,00 
2. BA-BRY 12. Counter Assy EA 2 95.10 
3e BA ERY? Relative Bearing Dial Assy EA 2 gb.50 


PACKAGING AND PRESERVATION: Pack for Domestic Air Shipment 
DELIVERY; Deliver to WRAMA Mark for Whee 17, Storercom B. 


AP( VED: 2@ February 1960 


FOIAb3b1 
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